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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 09998 140025Z 
ACTION HEW-06 

INFO OCT-01 ARA-14 ISO-OO OES-07 MED-03 COME-OO /031 W 

116814 142137Z/64 

R 131948Z OCT 77 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 9560 

UNCLAS CARACAS 9998 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, VE 

SUB J : FDA ADVISORY (RECALL B018-7) HBSAG CONTAMINATION OF 
BLOOD GROUPING SERUM. 

REF: STATE 239020 

1 . UPON RECEIPT OF REFTEL EMBASSY CONTACTED JOHNSON & 

JOHNSON DE VENEZUELA (EMBASSY PRESUMES J & J TO BE ONLY VENE- 
ZUELAN CONSIGNED) TO INQUIRE IF THEY HAD RECEIVED RECALL LETTER. 

2. JOHNSON AND JOHNSON DE VENEZUELA ADVISED THAT THEY HAD 
RECEIVED LETTER AND THAT ORTHO DIAGNOSTICS INC. IS TO REPLACE 
THE TWO DEFFECTIVE LOTS J & J HAVE IN STOCK. 

VAKY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: BLOOD, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 13-Oct-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CARACA09998 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770377-1141 
Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771066/aaaacdyq.tel 

Line Count: 37 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: ef55f830-c288-dd11-92da-001cc4696bcc 

Office: ACTION HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 239020 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 26-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 939112 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY (RECALL B018-7) HBSAG CONTAMINATION OF BLOOD GROUPING SERUM. 

TAGS: OGEN, ETRD, EIND, TBIO, VE, ORTHO DIAGNOSTICS INC, JOHNSON & JOHNSON DE VENEZUELA 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ef55f830-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



